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BACKGROUND 

Various techniques for quadriceps tendon repair have been described 
with biomechanical studies suggesting greater failure threshold with 
longitudinally placed drill holes. 1 The current gold standard for repair 
uses 3-4 sutures 2 passed through parallel longitudinal transpatel- 
lar bone tunnels. We describe a simple and reproducible technique 




Figure 1 Acufex® Director™ Drill Guide positioned on patella 




Figure 2 2.4mm drill tip passing pins through patella 




Figure 3 Sutures passed through eyes of 2.4mm drill tip 
passing pins 




Figure 4 Sutures pulled through patella tunnels to inferior 
pole 



for accurate placement of patella drill holes and passage of suture 
material. 

TECHNIQUE 

Satisfactory hold is achieved in the quadriceps tendon with sutures. 
Using the Acufex® Director™ Drill Guide (Smith & Nephew, Andover, 
MA, US), the desired entry and exit locations for drill holes are se- 
lected on the patella (Fig 1). Three to four 2.4mm drill tip passing 
pins are placed (Fig 2). Each passing pin is then overdrilled with the 
4.5mm ENDOBUTTON® (Smith & Nephew) cannulated drill bit. The 
free ends of suture are passed through the eyes of the 2.4mm drill 
tip passing pins (Fig 3) and pulled through the tunnels, exiting at the 
inferior pole (Fig 4). The repair can be tensioned as required before 
tying the suture ends at the inferior pole of the patella. 

DISCUSSION 

The ability to drill parallel longitudinal transpatellar bone tunnels 
accurately freehand avoiding the articular surface while maintaining 
accurate exit points can pose a technical challenge. Coupled with 
difficulties encountered in passing the sutures through the tunnels, 
this can result in prolonged operative time with an associated increase 
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in morbidity and needless frustration for the operating surgeon. The 
technique described here overcomes these difficulties while achieving 
gold standard repair. 
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BACKGROUND 

Laparoscopic ventral mesh rectopexy using a composite mesh is a 
technique gaining more recognition for management of pelvic floor 
disorders such as full thickness rectal prolapse, obstructive defeca- 
tion symptoms and vaginal vault prolapse. A recent Cochrane review 
concluded that laparoscopic rectopexy results in fewer postoperative 
complications and an earlier discharge 1 over open methods. 2 We de- 
scribe a novel technique for preparation of the mesh. 

TECHNIQUE 

Two longitudinal pieces of the standard 3cm x 20cm strip of polypro- 
pylene or polyester mesh are used; the second piece is placed at right 
angles to prepare a T shape. The second piece is stitched with four 
sutures, forming a T shape (Fig 1). 

DISCUSSION 

This prepared mesh is cheaper than pre-packed/shaped meshes. The 
T shape allows better sitting in the pelvis. It improves area for fixation 
to the anterior rectum and offers better support. 
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Figure 1 Construction of T-shaped mesh 
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BACKGROUND 

Monofilament absorbable and non-absorbable sutures are commonly 
used for closure of the anterior abdominal wall during laparotomy. 
Monofilament sutures have a memory and, as a result, have a poor 
knot holding capacity: 5-6 throws are required to make the knot se- 
cure. The resultant bulky knot can be difficult to bury and, when it 
is not buried properly, the patient may suffer from pain, a palpable 
lump or a stitch sinus resulting in a persistent discharge. We report a 
simple method that can be used to reduce the bulkiness of the knot. 

TECHNIQUE 

This technique is used for the closure of pfannenstiel and transverse 
incisions where one suture is sufficient enough to close the entire 
abdominal wall. Once the abdominal wall wound is closed by one con- 
tinuous loop suture, instead of making an Aberdeen knot, one of the 
two threads attached to the needle is cut and passed under the loop 
of the thread. The two individual ends of the thread are tied together, 
the excess length of the free thread is cut off and the suture attached 
to the needle is passed through the middle of the suture line, in the 
process the knot is buried (Fig 1). When two loop sutures are used 
to close a midline laparotomy wound (one from each end), one of 
the needles is cut off when the wound is fully approximated. The 
free thread is tied to the thread attached to the opposite needle. The 
excess length of the free thread is cut off and the knot is buried in the 
suture line; the 4 threads of suture including the remaining needle are 
cut flush on the wound. 




Figure 1 Figure 1 A) Before feeding the suture through the 
loop B) Passing the suture through the loop C) Completed knot 
with 6 throws 



DISCUSSION 

The main purpose of this technique is to make the knot less bulky 
and easy to bury. With several years of use, we have not encountered 
any stitch sinuses from this method. It is simple, quick, easy and re- 
producible without any difficulty. This technique reduces the bulk of 
the knot and enables the knot to be completely buried in the wound. 
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